i EET Hydraulic 
Fully guar- H A N D 


sted 1 «= fm JACKS 
1% times 


rated 
capacity. 


1%, 3, 5, 8, 
12, 20, 30 
50, 100 TONS 
Regular and 
Tall models 


Operate in 
horizontal or 
vertical position. For car, 
truck and heavy 
equipment service, industrial Straight line 
and construction uses. oi] flow thru 
Valves 
Safety oi! 
See them at vert 
your NAPA Gravity seat 


Jobber Ing Valve 
no spring 


Large diam 

eter exten 
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